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OFFICIAL 


GAZETTE 


म -यमव नयने 


GOVERNMENT OF GOA , DAMAN AND DIU 


( iii ) for the existing entry in columon 11. subs 
titute : 


GOVERNMENT OF GOA , DAMAN 

AND DIU 
Special Department 


Notification 


" Promotion : 50 % from amongst Compiler 
Checkers and 50 % from amongst Lower Di 
vision Clerks in the Department . 
with 6 years experience in the respective 
grades " . 

( iv ) for the existing entry in column 12 subs 
titute : 


OSD / RRVS / 7 /67 - II 


" Class III D. P. C." . 


By order and in the name of the Administrator 

of Gca , Daman and Diu . 
M. K. Bhandare , Deputy Secretary (Appoint 
ments ) . 

Panaji, 11th March , 1974 . 


Law and Judiciary Department 


In exercice of the powers conferred by the proviso 
to article 109 of the Constitution read with the Go 
vernment cf India , Ministry of External Affairs , 
letter No. F.7 ( 11 ) /62 -Goa dated 25th July , 1963, the 
Administrator of Goa , Daman and Diu is pleased to 
make the following rules amending the Goa Govern 
ment, Common Statistical Cadre ( Class III non -mi 
nisterial non - gazetted ) posts Recruitment Rules , 
1970 issued under Notification of even number dated 
2nd March , 1970 , published in Government Gazette 
Series I, No. 2 dated 9th April, 1970 namely : -- 

1. Short title and commencement: - ( i) these 
rules may be called the Goa Government, Common 
Statistical Cadre (Class III non -ministerial non - ga 
zetted ) posts Recruitment ( First Amendment) 
Rules , 1974 . 

( ii ) they shall come into force at once . 

2. In the Schedule attached to the said notifica 
tion : 

( a ) against the post of Statistical Assistant 
arpearing at serial No. 1, for the existing entry 
in column 11 , substitute : 

“ Promotion ; Investigators with 3 years expe 
rience in the grade and Draftsman /Upper Divi 
sion Clerks with 5 years experience in the res 
pective grades " . 

( b ) Against the post of Investigator appearing 
at serial No. 3 : 

( i) for the existing entry in column 7 subsi 
tute : 


Notification 


LD / 178 / 74 


The following notification received from the Go 
vernment of India , Ministry of Industrial Develop 
ment, New Delhi, is hereby published for general 
information of the public . 


M. S. Borkar , Under Secretary (Law ) . 
Panaji, 8th February , 1974 , 


GOVERNMENT OF INDIA 


MINISTRY OF INDUSTRIAL DEVELOPMENT 

SCIENCE & TECHNOLOGY 
Central Boilers Board 


Notification 


“ Essential : Intermediate or equivalent pre 
ferably with Mathematics as one of the sub 
jects . 

Desirable : i. Degree in Statistics, Eccno 
mics , Maths cr Commerce . 

ii. Knowledge of Konkani and / or Marathi. 
( ii) for the existing entry in column 10 subs 
titute : 

" By promotion failing which by direct re 
cruitment " 


New Delhi, the 1st December , 1973 
The following draft of certain regulations further 
to amend the Indian Boiler Regulations , 1950, which 
the Central Boilers Board proposes to make in 
exercise of the powers conferred by section 28 of 
the Indian Boilers Act, 1923 (5 of 1923 ) , is hereby 
published , as required by sub -section ( 1) of sec 
tion 31 of the said Act, for the information of all 
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persons likely to be affected thereby, and notice is 
hereby given that the said draft will be taken into 
consideration after three months from the date of 
publication of this notification in the Official 
Gazette . 


Legislative Assembly of Goa, Daman and Diu 

Legislature Department 


Notification 
LA / B / 7 /437 / 74 


2. Any objections or suggestions which may be 
received from any person with respect to the said 
draft within the period so specified will be consi 
dered by the Central Boilers Board . Such objections 
or suggestions should be addressed to the Secretary , 
Central Boilers Board , Ministry of Industrial Deve 
lopment, Science and Technology, Udyog Bhawan , 
New Delhi. 

DRAFT REGULATIONS 


The following Bill which was introduced in the 
Legislative Assembly of Gca , Daman and Diu on 
11th March , 1974 is hereby published for general in 
formation in pursuance of the provisions of Rule 136 
of the Rules of Procedure and Conduct of Business 
of the Legislative Assembly . 


THE GOA , DAMAN AND DIU SUPPLEMENTARY 

APPROPRIATION BILL , 1974 


1. These regulations may be called the Indian 
Boiler (Amendment) Regulations , 1973 . 


(Bill No. 1 of 1974 ) 


A Bill to authorise payment and appropriation of 
certain sums from and out of the Consolidated Fund 
of the Union territory of Goa , Daman and Diu for 
the services and purposes of the financial year 
1973-74 . 

BE it enacted by the Legislative Assembly of Goa , 
Daman and Diu in the Twenty fifth Year of the 
Republic of India as follows: 

1. Short title . — This Act may be called the Goa , 
Daman and Diu Supplementary Appropriation Act , 
1974 . 


2. In regulation 36 of the Indian Boiler Regula 
tion ; 1950, hereinafter referred to as the said Re 
gulations , for clause ( d ), the following clause shall 
be substituted , namely : — 

" ( d ) Tolerances : The tubes for use at a tem 
perature in excess of 400° C , the thickness and 
diameter shall be within the following toleran 
ces : 

( i ) Thickness : The tolerance in thickness 
shall be + 712 percent. 

( ii) Swelled or Reduced Ends : Where the ends 
of tube are swelled or reduced , the thickness 
at the ends may be reduced or increased under 
or over the actual thickness of the tubes by 
amounts strictly in proportion to the percentage 
of such swelling or reducing and in addition 
to this allowance the tolerance specified in 
paragraph ( i) shall also apply . 

( iii ) Diameter : The tolerances on outside dia 
meter or inside diameter shall be + 12 % with 
a minimum of $ 0.10 mm . 

( iv ) For tubes not exceeding 127 mm outside 
diameter , for use at temperature not in excess 
of 400 ° C , the thickness and diameter of each 
tube shall be within the following tolerances : 

( a ) Tubes specified hot finished seamless 
(HFS ) thickness : + 1212 % , Outside dia 
meter : + 1 % with a minimum of + 0.5 mm " . 

( b ) Tubes specified cold drawn seamless 
(GDS) thickness : + 712 % , Outside diameter : 
+ 12 % with a minimum of + 0.10 mm " . 


2. Issue of Rs. 2,44,25,400 out of the Consolidated 
Fund of the Union territory of Goa , Daman and Diu 
for the financial year 1973-74 . -- From and out of 
the Consolidated Fund of the Union territory of 
Goa , Daman and Diu there may be paid and applied 
sums not exceeding those specified in column 5 of 
the Schedule amounting in the aggregate to the sum 
two crores, forty four lakhs, twenty five thousand 
and four hundred rupees towards defraying the 
several charges which will come in course of payment 
during the financial year 1973-74 in respect of the 
services and purposes specified in column 2 of the 
Schedule . 


3. Appropriation . The sums authorised to be 
paid and applied from and out of the Consolidated 
Fund of the Union territory of Goa , Daman and 
Diu , by this Act shall be appropriated for the services 
and purposes expressed in the Schedule in relation 
to the said year . 


THE SCHEDULE 


(See Sections 2 and 3 ) 


Sums not exceeding 


3. In regulation 43 of the said Regulations, for 
clause ( d ) , the following clause shall be substituted , 
namely : 

" ( d ) Tolerances : ( i) Thickness The toleran 
ces in thickness shall be + 10 % , (ii) Diameter : - 
The tolerance on outside diameter or inside dia 
meter shall be + 34 % with minimum of + 
+ 0.3 mm ." , 

( F. No. 9 (25 ) /68- Boilers ) 


No.ofVote 


Services and purposes 


Voted by 
Assembly 


Charged on the 
Consolidated 
Fund of the 
Union terri 
tory of Goa , 
Daman and 

Diu 


Total 


1 


2 


3 


4 


Rs. 


Rs. 


Rs. 


Sd / 


9,71,000 


49,71,000 


Interest on Debt and 

Other Obligations 
9. General Administra . 

tion 


S. C. DEY 


3,95,000 


3,95,000 


Secretary , Central Boilers Board . 


12. Police 


... 


13,01,000 


13,01,000 


UTH MARCH , 1974 (PHALGUNA 23, 1895 ) 
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Legislative Assembly of Goa, Daman and Diu 


1 


2 


3 


4 


5 


A 


Rs. 


Rs . 


Rs. 


BILL 


14. Scientific and Edu 

cation Depart 
ments 


85,15,100 


9,900 


85,19,000 


15. Medical and Public 

Health Services ... 11,13,000 


To give effect to the financial proposal of the Go 
vernment of Goa , Daman and Diu , for the financial 
year 1973-74 . 


11,13,000 


and 


17. Cooperation 

Community Deve 
lopment 


1,00,000 


1,00,000 


... 


19. Miscellaneous, Social 

and Developmental 
Organisations 


The Administrator has, in pursuance of sub - sec 
tion ( 1 ) of Section 23 of the Government of Union 
Territcries Act, 1963 , recommended to the Legis 
lative Assembly , the introduction and consideration 
of the Bill. 

B. M. MASURKAR 
Secretary , Legislature Department. 


300 


300 


. 


20. Irrigation , Naviga 

tion , Embankment 
and Drainage 
Works and Elec 
tricity Schemes ... 19,59,000 


19,59,000 


Notification 


21. Public Works 


13,40,000 


13,40,000 


... 


23. Pensions and Other 

Retirement Bene 
fits 


8,68,000 


8,68,000 


LA / B / 7 /437- A / 74 
The following Bill which was introduced in the 
Legislative Assembly of Goa , Daman and Diu on 
11th March , 1974 is hereby published for general 
information in pursuance of the provisions of Rule 
136 of the Rules of Procedure and Conduct of Busi 
ness of the Legislative Assembly . 


c 


25. Miscellaneous ( in 

cluding Miscella 
neous, Compensa 
tions and Assign 
ments ) 


1,38,000 


1,38,000 


... 


28. Capital Outlay on 

Industrial 
Economic Deve 
lopment 


THE GOA , DAMAN AND DIŲ APPROPRIATION 

( EXCESS EXPENDITURE ) BILL , 1974 


and 


37,21,000 


37,21,000 


. 


(Bill No. 2 of 1974 ) 


35. Loans and Advances 


100 


100 


TOTAL 


... 1,94,50,500 


49,74,900 2,44,25,400 


A BILL to provide for the authorisation of appro 
priation of moneys from and out of the Consolidated 
Fund of the Union Territory of Goa , Daman and Diu 
to meet the amounts spent on certain services during 
the year 1970-71 in excess of the amounts granted 
for those services and for that period . 


Financial memorandum 


BE it enacted by the Legislative Assembly of Goa , 
Daman and Diu in the Twenty fifth year of the 
Republic of India as follows: — 


C 


Provision is made in the Bill to appropriate for 
certain services and purposes expressed in the Sche 
dule during the financial year ending 31st March , 
1974 , a sum of Rs. 2,44,25,400 over and above the 
amounts granted for those services for the financial 
year 1973-74 . The amount mentioned above consists 
of Rs. 2,07,04,300 on Revenue Account and 
Rs. 37,21,100 on Capital Account . This also includes 
amounts to be reimbursed to the Contingency Fund 
of this Union territory towards advances made from 
that Fund . 


1. Short title . This Act may be called the Goa , 
Daman and Diu Appropriation ( Excess Expenditure ) 
Act, 1974 . 


Statement of objects and reasons 


This Bill is introduced in pursuance of section 
29 ( 1 ) of the Government of Union Territories Act , 
1963 , to provide for the Supplementary Appropria 
tion out of the Consolidated Fund of the Union ter 
ritory of Goa , Daman and Diu of the moneys re 
quired to meet the amounts required on certain ser 
vices during the financial year , 1973-74 in excess 
of the amounts granted for those services. 


2. Issue of Rs. 10,36,310 out of the Consolidated 
Fund of the Union Territory of Goa , Daman and Diu 
to meet excess expenditure for the year 1970-71. - 
From and out of the Consolidated Fund of the Union 
Territory of Goa , Daman and Diu , the sums specified 
in column 5 of the Schedule amounting in the aggre 
gate to the sum of ten lakhs, thirty six thousand , 
three hundred and ten rupees shall be deemed to 
have been authorised to be paid and applied to 
meet the amount spent for defraying the charges in 
respect of the services specified in column 2 of the 
Schedule for the year 1970-71 in excess of the 
amounts granted for those services and for that 
period . 

3. Appropriation . --- The sums deemed to have been 
authorised to be paid and applied from and out of 
the Consolidated Fund of the Union Territory of Goa , 
Daman and Diu under this Act , shall be deemed to 
have been appropriated for the services and purposes 
expressed in the Schedule for the year 1970-71 . 


Panaji, SMT . SHASHIKALA G. KAKODKAR 
March , 1974 . 

Chief Minister 
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THE SCHEDULE 


( See Sections 2 & 3 ) 


The Administrator has , in pursuance of sub - sec 
tion ( 1 ) of Section 23 of the Act ibid , recommended 
to the Legislative Assembly , the introduction and 
consideration of the Bill . 


Sums not exceeding 


No.ofVote 


Services and purposes 


Voted by 
Assembly 


Charged on 
tìę Consoli 
dated Fund 
of the Union 
territory 

or 
Goa , Daman 

and Diu 


Total 
excess / over 
grants /ap 
propriation 


SMT. SHASHIKALA G. KAKODKAR 

Chief Minister 
Panaji 
March , 1974 . 


2 


3 


4 


5 


15 


8,42,627 


Government Press 


Education 
Medical 


8,42,627 
1,07,898 


16 


1,07,898 


.. 


22 


Notice 


Community Deve 

lopment Projects , 
National Exten 
sion Service and 
Local Develop 
ment Works 


76,288 


76,288 


The subscribers to the Official Gazette are kindly 
reminded that their present subscription term ends on the 
31st March , 1974 , which is the close of the financial year . 

In case they wish to continue to be subscribers for the 
ensuing financial year of 1974-75 they have to renew their 
subscription from 1st April, next . 


26 — Electricity Schemes 


228 


228 


45 — Capital Outlay on 

Forests 


9,269 


9,269 


Total 


10,36,310 


10,36,310 


Financial Memorandum 


Subscriptions can also be opened for half -year i. e . from 
1st April, 1st July or 1st October or for any quarter , 
beginning on 1st April , 1st July , 1st October or 1st January . 

Renewal of subscription from 1st April should be effected 
on or before 31st March , 1974 , in order to avoid interruption 
in the dispatch of copies of the Gazette . It should be noted 
that, in case subscription is not opened / renewed before the 
commencement of the period to which it refers , the 
subscribers will be entitled to receive copies of the Gazette 
only from the date the subscription is actually opened / re 
newed . 


The provision of Rs. 10,36,310 included in the Bill 
relates to the amounts appropriated for certain ser 
vices and purposes expressed in the Schedule during 
the year 1970-71 , over and above the amounts 
granted for the services for the said period . The 
amounts mentioned above consist of Rs. 10,27,041 
on Revenue Account and Rs. 9,269 on Capital AC 
count for the said year . 


The subscription charges are accepted either in cash , 
money order or demand draft on State Bank of India , 
Panaji , in favour of the Manager / Assistant Manager , Govern 
ment Printing Press , Panaji , Goa , only . Remittances by 
cheques or any other form of payment will not be accepted . 


Statement of objects and reasons 


SUBSCRIPTION RATES 


(Including postage within Union of India ) 


Ail 3 
Series 


Series 

I 


Series 

II 


Series 

III 


The Demands for Excess Grants for the expendi 
ture of this Union Territory for the year 1970-71 
were presented to the Legislative Assembly on 4th 
March , 1974. They have since been discussed and 
voted by the Assembly . This Appropriation Bill is , 
therefore, introduced in pursuance of Section 29 ( 1 ) 
of the Government of Union territories Act, 1963 
to provide for the authorisation of appropriation of 
moneys out of the Consolidated Fund of the Union 
territory of Goa , Daman and Diu to meet the 
amounts spent on certain services during the year 
1970-71 in excess of the amounts granted for those 
services and for that period . 


27-75 


14-75 


12-75 


14-75 


37-50 


For any quarter 
For half year 
For any period exceeding 

6 months upto one year. 


19-50 


16-50 


19-50 


63-00 


33-00 


27-00 


33-00 


GOVT. PRINTING PRESS - GOA 
( Imprensa Nacional 

Goa ) 
PRICE - 27 Ps. 


